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21 July 1981 


MEMORANDUM FOR: ODP Representative 


FROM 
oat Supply Officer, OMS 


SUBJECT : Building Requirements 


Per Chapter two request see attachment. If any 


additional information is needed please contact me on 


STAT extension [| 
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‘. 
oe 
Non-Office Space Survey 
Current Usage 
Category - Room Number 
Conference 1D4021 
Storage 1D40C 
Storage 1D40B 
Conference ; 706 °C 
File Room 1D4015 
Class Room 706 A 
File Room 706 D 
Class Room 306 
Computer Room 1D4019 
rs Non-Office Space Survey 
Ww Projection Usage 


Category 


cé Conference 2 


v* Testing Room 3 


sT Storage 2 


FR File Room 2 


¢ P Copy Room 
Ode Medical Library 


Sq. Ft. 


299" 
75 
176” 
150¥ 
1296” 
860% 
400” 
20407 
171 
S467 


Sq. Ft. 
1.° 300 
2s: L50¥* 


@ 


Le S00" 
2. 400°? 
3. 600‘ 


Pee O00 oP 
2. 300° 


1.1350 ° 
2. 600 ° 
3.1296 
1. 100° 2 


600 
4 6896 


Minimum Space needed if OMS File Room is moved to new building. 
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